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LIMITED OFFICIAL USE PANAMA 1310 

FOR A/SY/T AND RSO LA PAZ FROM RTC 

EO 11652: N/A 
TAGS: ASEC 

SUB J : ALARM POWER SUPPLY 

REF: LA PAZ 1448 

1. ADVISE AVAILABILITY OF ADVANCED DEVICES LABORATORY 
MODEL 303, 304 OR 305 POWER SUPPLY OR SIMILAR 18 VDC 

250 MA POWER SUPPLY WITH RECHARGEABLE BATTERIES. 

2. POWER SUPPLY IS FOR ADL 205 MICROWAVE ALARM IN 
AMBASSADOR'S RESIDENCE AT LA PAZ. 

3. IF AVAILABLE SEND ASAP TO RSO LA PAZ. 
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